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Meeting number 08-60 of the Equipment Board was held on 20 May i 960 
at 1330 hows in Room 2402 "X" Building. Present were: 
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1. At this meeting, the Board held a preliminary review of the 
proposed OC R&D program for FY 61-62. During the course of the review, 
it was determined that the regular activities R&D revised estimate for 
FY-61 was slightly higher than the Congressional budget figure. OC-E 
and OC-T will take a close look at the proposed program to determine 
which items can be reduced. 

2. After reviewing the 0C-SPS R&D, it was agreed that OC-SPS 
should resubmit their estimates sometime during the week of 23 May i 960 . 
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